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CONFIDENTIAL OECD PARIS 08821 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, BU, GW 

SUBJ: GERMAN ACCELEROMETERS TO BULGARIA, IL 1485 
REF: COCOM DOC (77) 198 

1 . GERMAN DEL STATES THAT HIS AUTHORITIES NOW VIEW 
APPROVAL OF REFCASE AS URGENT. HE ASKS FOR FINAL VIEWS 
BY APRIL 5, OR, IF POSSIBLE, BEFORE THAT DATE. 

2. ACTION REQUESTED: US VIEWS NO LATER THAN APRIL 5. 
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